TOTLLS  HtJRAL i  DISTRICT  COUNCIL 


"Rushbrook" 

Totnes . 

.  RV 

I  have  the  honour  to  submit  my  Annual  Report  for  1945 
on  the  health  of  the  Totnes  Rural  district. 


The  live  birth  rate  was  12*3  as  compared  with  14. 5  in  1944 
the  rate  for  ling  land  &  .vales  being  16. 1 

The  infant  mortality  rate  was  $4.2  per  1,000  live  births,  as 
compared  with  29*7  in  1944,  the  figure  for  England  &  .Vales  being  46 
The  death  rate  of  legitimate  inf' ants  per  1,000  legitimate 
live  births  was  48.8 

The  crude  death  rate  for  the  year  was  12.2  per  1,000 
estimated  resident  population,  the  figure  for  1944  being  12.2, 
and  that  for  England  &  .*ales  11.4. 


(ieneral  statistics. 


Area  (Acres) . 1 .  80,976 

Population  -  Census  1921  11,918 

-  Census  1931  .  12,362 

registrar  ceneral's  estimated  resident  population  ..  13,490 

dumber  of  inhabited  houses  (1931) .  3?  348 

Rateable  value  .  £74, 026 

Cum  represented  by  a  penny  rate  . .  £322,  12.  6. 


The  population  is  chiefly  agricultural,  and  there  is  no 


occupation  which  has  any 

particular 

influence 

on  health .  There 

very  little  unemployment 

in  the  area 

• 

vital  statistics. 

• 

Live  births 

M. 

F. 

TOTAL 

Legitimate 

69 

74 

143 

Illegitimate 

1$ 

8 

23 

>  54 

52 

156 

Still  births 

M. 

F. 

TOTAL 

Legitimate 

a. 

0. 

1 

Illegitimate 

1 

0 

a 

4 

0  . 

4 
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Birth  rate  per  1,000  estimated  resident  population  .  12*3 

Birth  rate  per  1,000  (England  &  ./ales)  .  16.1 

Death  rate  per  1,000  estimated  resident  population  .  12.2 

Death  rate  per  1,000  (England  &  /ales)  .  3.1.4 


Deaths  from  diseases  1  accidents  of  pregnancy  &  childbirth  NIL 

j 

"  u  ”  n  “  “  "  (England  &  Wales)  1.22 

Death  rate  of  infants  under  1  year  of  age:- 

All  infants  per  1,000  live  births . .  .  54.2 

All  infants  etc.  (England  &  Wales) .  46.0 

Legitimate  infants  per  1,00.0  legitimate  live  births  ....  40.8 

Deaths  from  Cancer  (all  ages) .  35 

Deaths  from  Measles  (all  ages) .  NIL 

Deaths  from  ..hooping  Cough  (all  ages) .  NIL 


Notifiable  diseases 

(other  than 

Tuberculosis) 

Total 

Admitted  to 
hospital 

Died 

scarlet  Sever 

8 

8 

Diphtheria 

5 

5 

1 

Enteric  Fever 

- 

- 

— 

Pneumonia 

2 

- 

— 

Puerperal  Fever 

- 

- 

- 

Puerperal  Pyrexia 

- 

- 

- 

Erysipelas 

1 

— 

Public  health  (Prevention  of  Tuberculosis)  Regulation,  1925. 


AGS  PERIODS 


New  cases 

Respiratory  Fen-respiratory 


Deaths 

Respiratory  Fon-Resp. 


0 

1 


5 

10 


■15 

20 


&  over 


M  • 

0 

0 

0 

0 

0 

1 

0 

2 

1 

2 

0 


F. 

0 

0 

0 

0 

1 

0 

0 

1 

1 

1 

0 


M. 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


F. 

0 

1 

0 

0 

•.0 

0 

0 

0 

0 

0 

0 


11  ■  -  —  t  r  ii.  1  1  11  1 .1  .m  — 1  ■  r -  1  i  —  —  in n  r r  •  -r~  —  t  i»  —  T~  —  -  -  -  --  — 

TOTALS  6  4  0  1 


3  3 


v. . 


1  . 


F. 

1 


1  1 


4  4  9  «  *  •  4.4  0 


*  »  •  |  •  * 


. 

j.;r 


.  .t  f  oJ  J  u,  J 


0  0  0  0  4  »  >  •  4  «  4  •«* 


.  .  •  '  •'  '.r  :  ; 

*  .i,  •  'I 


: 


'  .  '  ‘  ' 


1".  1  -  ■  .A. 


; 


.  '  1 .1.  V  •  • 


«  <4*4  4  1  »  •  4 


'  -U  1  »C  ' ,  % 

J  .1  .  J 


9  1*  4  *  *  9  4  *  4  4 


j  "  1  < 


9  9  4  4  4  »  <4 


■ 


‘  i  •  .  i  •  ■  J 


•  4  0  4  4  4  •  *  •  « 


»  »  4 


4  4  «££  •'  4 


■ 


*  «  >  *  *  «  ’>  * 


L  '  .7  .  a.  ! ., 


L,»  J 


i  ■  I 


j  -i 


!  i)  i/.  ; 


« 


ii’j-ii 

, 

.  ( 

hJ,  .%  i.  V'  -  .  '  i  ■ 

'  ' 


-i.  :  ' 


.  J  ...  i 


-i~  '• 

.  »  s,  .  .  -»  • 


■  •'  ... 


uJ  J. 


H  rjj 


v.. 


■  '  m  i 


V,  ..  . .  .  .  -j**; 

-•  ’  i: 


~ 


i. 


'i 


i 


■j 

v 


r 

i 


K 


I 


’-.r' 


_L , 


X 


,  ; 


1 ' 


< 


■  *•-’  r  — 


3- 


CAUSES  OF  DEATH 


II* 

-all  Causes . .  84 

1.  Typhoid  &  Paratyphoid  Fevers  . 

2.  Cerebro  spinal  fever  . 

3-  scarlet  fever . .  . 

4.  Snooping  cough . 

5  •  Diphtheria .  1 

o.  Tuberculosis  of'  the  respiratory  system .  4 

7*  Other  forms  of  tuberculosis . . 

8.  Syphilitic  diseases .  1 

9  •  Influenza .  1 

10.  measles . 

11.  Acute  poliomyelitis  and  polio-encephalitis  .. 

12.  Acute  infantile  encephalitis  . 

13 .  Cancer  of  Buccal  Cavity  &  Oesophagus  (IT) 


and  Uterus  (F)  .  2 

14..  Cancer  of  stomach  and  duodenum  . 

15*  Cancer  of  breast  . 

lo.  Cancer  of  all  other  sites .  11 

17 •  Diabetes  . 

lo.  Intra  cranial  vascular  lesions  .  10 

19 .  Heart  disease  . .  26 

20.  Other  diseases  of  the  circulatory  system  ...  2 

21.  Bronchitis  .  . .  2 

22.  Pneumonia . 4 

23*  Other  respiratory  diseases  . 

24.  Ulcer  of  stomach  or  duodenum  .  1 

25.  Diarrhoea  under  2  years  of  age . 

2o.  Appendicitis .  1 

27  •  Other  digestive  diseases  . . '. .  1 

2d.  Hephritis . 2 

29*  Puerperal  and  post-abortive  sepsis  ........ 

36 .  Other  maternal  causes  . 

31*  Premature  birth  .  1 

32.  Congenital  Half or mat ions ,  Birth  Injuries 

infantile  disorders  .  2 

33*  suicide . . . 

34.  Hoad  Traffic  Accidents  . 

35*  Other  Violent  causes . 3 

36.  All  other  causes .  5 
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WATER  SUPPLIES 


•  \ 

The  i’otnes  aural  Jisirict  is  not  adequately  supplied 
with  water,  there  being  numerous  small  schemes,  some  of 
which  have  given  trouble  during'  the  year  both^regards 
quality  and  quantity.  Lost  of  the  supplies  were  analysed 
both  chemically  and  bacteriologically ,  the  results  being 
given  under  the  various  parish  headings. 

A  summary  is  given  b:=low  of  the  types  of  supplies 
throughout  the  area. 

Public  supplies:-  Houses  with  piped  public  supply  47»5%  of  total  houses 

Houses  with  public  standpipe  supply  8.5%  of  total  houses. 

Private  Supplies:-  Houses  with  piped  private  supply  19*2%  of  total  houses 

rl  ,f  private -standpipe  *f  3*9%  11  M  11 

»  “  Well  «  20.0%  "  »  ft 

**  **  unpiped  spring  11  .7%  11  *  fl 

1  *•  „»  »  • 

The  general  position  of  water  supply  is  by  no  means 
satisfactory,  there  being  little  or  no  provision  of  water 
for  agricultural  purposes,  agriculture  being  the  main 
industry. 

A  scheme  to  provide  a  Regional  Water  Supply  is  being 
prepared  by  the  Council’s  Consulting  Engineers.  This 
scheme  will  eventually  supply  the  parishes  Vest  of  the 
River  Dart,  the  parishes  East  of  the  river  will  be  supplied 
from  the  Paignton  u.D.C.  mains. 

f 

ABHPRIEUTOH 

Spring  in  village  collected  to  small  reservoir.  Small 
bore  main  through  lower  part  of  village.  Houses  at 
higher  end  of  village  supplied  from  well  and  pump. 

A  sample  of  water  taken  contained  organisms  of 
intestinal  origin  in  considerable  numbers.  The 
collecting-  chambers  were  built  up  to  exclude  surface 
water  and  a  clear  sample  was  obtained. 


BERRY  POLCRQY 

« 

Estate  main  serves  village.  Supply  pure  but  inadequate. 


BUCKEauTLEIGH  aSSl 

Higher  and  Lower  Coombe  and  Ecoriton  have  a  x_>rivate 
piped  supply,  satisfactory  both  in  quality  and  quantity. 


CHUBS f OH  FERRERS 

Paignton  U.D.C.  are  the  water  authority  for  this  parish. 
Churston  village 

Privately  owned  small  bore  main  serves  village  -  supply 
inadequate . 

Ualmpton 

Part  supplied  by  private  estate  main,  part  by 
Paignton  U.D.C. 
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COH,:/ORTHY 


2“  main  serves  Last,  end  of  village,  small  oore  main 
to  standpipes  serves  .est  end.  Insuff icient  quantity 
but  satisfactory  Doth  chemically  and  bac terio logically . 


•p.-irti'  1-dTOH 

I  a  ins  throughout,  water  purchased  from  Partington 
Hall  estate. 


PLAT  PHI OH 

4  Hamlets  supplied  by  main  from  springs.  Inadequate. 


DIPTFGfiD 

Village  supplied  from  privately  owned  reservoir  and 
small-bore  main  fed  by* springs.  Inadequate  but 
satisfactory  in  quality. 


bifid  SHAH 

Springs  collected  to  reservoir,  bains  tnroughout 
village  but  supply  inadequate.  Satisfactory  in  quality* 
Temporary  works  to  improve  the  supply  in  hand. 


KALVSLL 

Springs  collected  to  small  reservoir,  3"  main  serves 
village,  satisfactory  in  quality  and  quantify. 


HAHBHRTOH 

part  of  village  supplied. from  springs  piped  to  village 
oy  small  bore  main.  Supply  inadequate  but  pure. 


ilARSlRrOldORD 

springs  at  Leigh  bridge  conveyed  xo  reservoir  at 
Harder tonford  with  mains  throughout  village. 
Satisfactory  in  quality  and  quantity. 


HOUSE 


later  taken  from 
rough  a  ‘liter 
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Water  from  six  different  sources  carried  by 
gravitation  and  pumping  to  3  reservoir.  An 
unsatisfactory  oacteriological  sample  was  obtained, 
and  upon  surface  water  being  excluded  from  one  source, 
the  supply  is  now  satisfactory. 


LITTLdKl  15  TOP 

Springs  collected  and  jumped  to  reservoir.  Small 
bore  main  to  hamlet.  System  privately  owned. 


PARLDQH 

mains  throughout.  Pater  purchased  from  Paignton  U.D.C. 


MjRLSIGH 

Part  of  village  is  supplied  by  two  pumps,  one  of  which 
draws  water  from  a  well,  the-  other  taking  water  from 
a  spring.  Remainder  of  village  supplied  oy  wells. 
Inadequate . 


NORTH  HUISH 

Water  from  a  spring  is  collected  to  a  small  tank,  and 
conveyed  to  the  h&mlet  oy  a  l-p41  pipe.  This  supply 
is  unsatisfactory . 


RATTI2RY 

Two  standpipes  in  the  village  are  supplied  from 
spring's  by  means  of  a  small  bore  pipe.  Other  houses 
take  water  from  wells.  Totally  inadequate,  well 
supplies  being  shallow  and  liable  to  contamination 
from  sewerage.  A  sewerage  scheme  is  awaiting  the 
approval  of  the  ministry  of  wealth. 


SOUTH  BRSIIT 

Springs  are  collected  and  conveyed  to  a  large  reservoir. 
Pains  throughout  the  town. 


STAVBRTOH 

Parus  of  parish  served  oy  privately  owned  piped 
supply.  Remainder  supplied  by  wells.  Inadequate. 
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STOKE  GABRIEL 

Tater  from  spring  collected  to  large  reservoir, 
ater  from  otter  springs  pumped  to  distribution 
mains*  ihere  oeing  very  little  difference  between 
the  level  of  the  reservoir  and  the  higher  houses, 
the  supply  is  sufficient  at  'times.  Surface  water 
was  excluded  from  the  collecting  area  in  order  to 
obtain  a  pure  sample . 


UG30R0UGK 

Ug borough  and  Bittaf ord 

Springs  in  and  near  both  villages  collected  to 
reservoirs.  Villages  linked  by  3U  main. 


Wrangaton 

Springs  on  Dartmoor  to  a  small  rcservoii-  and  there 
to  the  village  oy  3n  mains. 


All  the  Ugborough  supplies  produced  satisfactory 
analyses  during  tne  year. 


It  will  oe  seen  from  the  above  that,  in  general, 
the  supply  of  water  in  the  Rural  District  is  iroiil 
satisfactory.  The  Cou  cil  are  fu  ly  aware  of  tne  position 
and  are  anxious  that  improvements  be  carried  out  as  soon 
as  c ir c urns tanc e s  permit . 


Lt 


I  am,  Your  obeaient  Servant, 


medical  Officer 


of  health. 


Sept  emb  e  r  194  6 . 
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